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Abstract 

The integrated engine-generator (IEG) concept| 
j consists of an electric generator located inside 
; a turbojet or turbofan engine and both concentric ; 

| with and driven by one of the main engine shafts. . 

| The electric power-conversion equipment and gen- 
I erator controls are conveniently located in the 
j aircraft. When properly rated, the generator ! 
i serves as an engine starter as well as a source of: 
j electric power. The available generating capacity: 
l permits use of electrically driven engine acces- 
sories. This reduces or eliminates the need for ; 
jan external gearbox on the engine, thereby slm- 
i pllfylng the engine and nacelle assembly and in- ! 
I creasing aircraft design flexibility. The nacelle j 
! diameter can then be decreased, resulting in less 
| aerodynamic drag and reduced takeoff gross weight. 

! A large high-bypass-ratio commercial turbofan' 

I engine in the 180-kilonewton (40 000-lb) thrust 
j, class was selected as a base for preliminary con- 
j cept feasibility evaluation. A generator with a 
j rating of 200 kilovoit-amperes at engine idle 
! speed will start this engine in the normally re- 
I quired 30 seconds. Preliminary designs for syn- 
| chronous generators with this rating in both 
i solid-rotor and wound-rotor rotating-rectifier 
i types were prepared. The generators were designed 
\. to fit into the base engine without modification 
■\ to the engine flow path. The weight of approxi- 
; mately 91 kilograms (200 lb) for the wound-rotor . 

rotating-rectifier type led to its selection as 
; the preferred type for an IEG although.it is more 
; complex than the 367-kilogram (810-lb) solid-rotor 
i Lundell or the 211-kilogram (466-lb) solid-rotor 
| hamopolar generators of the same rating. 


I A possible alternative to the use of an ex- j 
ternally mounted gearbox and Its associated prob- | 
j lems Is an Integrated engine-generator (IEG).(1)(2) 

! In this concept, an electric generator iB located j 
’ within the propulsion engine concentric with, and ! 

■ driven by, one of the main engine shafts. In ad- j 
j dition to supplying power for the operation of ] 

; secondary-power-system components, the generator ! 

is also operated as a motor to start the engine. j 
In a dual-rotor engine, the starting function re- j 
quires the generator to be on the high-pressure ! 

■ (HP) shaft (also referred to as the N2 or high¬ 
speed shaft).. Hydraulic functions in the aircraft! 

. can be accomplished with either electric or inte- |. 
I grated electrohydraulic actuators. The degree to i 
' which electric power can be practically used re- : 
mains to be determined, and is dependent on air- 
craft size and mission. The generator rating, 
however, must be greater than that presently used ! 
in aircraft. As a minimum, it must be sufficient : 
to allow short-time duty as a motor for engine i 
starting. j 

Electric power generated by the IEG.will be 
of varying frequency because of the varying engine ! 
shaft speed. Several methods of dealing with this: 
variable frequency are available. ‘ 

Studies have been made of the use of the IEG : 
..concept in advanced transports.(3) This paper 
discusses the IEG concept and evaluates its tech- ; 
nical feasibility by means of a generator design 
• study. Different types of IEG generator were de- I 
signed for an existing large turbofan engine. 

This approach allows a practical definition of 
problems and provides a base for evaluation. Re- > 
suits of a government-funded study to determine 
the economic payoff of the IEG are included. 1 


Introduction 


Description of the IEG Concept 


I Power for the operation of secondary power 

systems in present turbojet- or turbofan-powered 
, aircraft is usually supplied by the aircraft pro- 
i pulsion engines. This Includes bleed air for the ’ 
1 pneumatic system and power taken off the engine ! 
j shaft to drive hydraulic pumps, electric genera- 
j.tors, and engine accessories such as fuel and lube j 
i pumps. These components are mounted on, and i 

| driven through, a gearbox located on the exterior j 
| .of the engine. On same engines an air turbine for; 
• engine starting is also mounted on the gearbox. i 

The gearbox, along with the components j 

mounted on it, may contribute to the frontal area { 
of the engine and, thereby, to the aerodynamic j 
drag of the nacelle.in which the engine is lo- j 
. cated. This drag is a significant aircraft per- j 
formance penalty at near-sonic speeds. The numberj 
of gearbox-mounted components and their associated; 
connecting hardware along with the pneumatic j 

piping result in a complex assembly of parts _ 

around the basic engine. This complicates main¬ 
tenance and Increases the possibility of acciden- | 
tal damage to the various components. i 


Generator Location 

i Figure 1 shows a cross-section of a recently -i 
introduced, large, commercial, turbofan engine 
I with the two most likely IEG locations indicated, i 
: Although a generator driven by the low-pressure ! 

; (LP) shaft can be made accessible from outside the; 

: engine, this discussion is limited to IEG's j 

•' mounted on, and driven by, the high-pressure (HP) j 
| shaft. This location is used because of ; the en- j 
| glne starting capability of the HP shaft, and its . 
i narrower speed range is more advantageous in gen- £ 
' erator design. Turning the LP shaft is not a ! 
j practical starting method. During normal opera- : : 
j tion, the maximum- to minimum-speed range of the i 
| HP shaft is in the order of 2 to 1, end as low as ! 

I 1.5 to 1 in some engines. This allows a-more op- 
I timum generator design than the 4 to 1 speed rsngei 
; typical of the LP shaft. 





IEG Electrical System Descriptions 

The generator in an IEG system is assumed to 
be of a synchronous ac type. The varying shaft 
speed, then, results in generated electric power 
of varying frequency. Several types of electric 
power systems can be used with such a source. 

These are; (1) wild frequency, (2) high voltage 
dc, and (3) variable speed, constant frequency 
(VSCF). Hybrid combinations might also be con- 

Wlld frequency . - In the wild frequency sys¬ 
tem, the generator is designed to produce power at 
approximately conventional frequency (400 Hz) with 
. the engine shaft rotating at normal cruise speed. 
Over the engine operating range, the frequency of ; 
the generated power is proportional to the engine j 
. shaft speed, and varies approximately 1.5 to 1 or 
2 to 1. Some aircraft loads, such as lighting and ; 
heating are relatively insensitive to frequency. 
Others, such as motors, can be designed for satis-j 
factory operation over the frequency range. It is 
not possible to parallel wild frequency systems at 
the ac bus. 

High voltage dc . - The generator in a high 
Voltage dc system is designed to generate variable . 
frequency power in a frequency range optimum for 
generator design and rectifier operation. The 
■generated ac power is rectified by semiconductor 
rectifiers at a voltage level of approximately 200 
to 300 volts dc. This type of power system can 
result in reduced distribution conductor weight, 
and systems can be paralleled at the dc bus.(5)(6) 


With suitable controls, VSCF systems can be 
operated in parallel at. the constant frequency bus. 

Starting Mode 

Serving as an engine starter, the IEG operates! 
;as a motor. It must accelerate the HP engine shaft! 
ifrom standstill to self-sustaining speed and then 
■assist engine torque to accelerate the shaft to I 
iidle speed. Typically, the starter assists accel¬ 
eration to approximately 75 percent of idle speed. 

!Some types of synchronous generators have been op- - 
lerated as induction motors to start small gas- 
.turbine power systems. ( 11 ) However, designing a 
■large synchronous generator such as the IEG to op¬ 
erate as an induction motor compromises its per¬ 
formance as a generator. Additionally, excessive 
reactive power is required from the starting power ;• 
source such as a ground power cart, an aircraft- : 
mounted auxiliary power unit, or another IEG on the ! 
same aircraft. Therefore, operation of the gener- ’ 
ator as a controlled synchronous motor is preferred, 
for the starting mode. Synchronous motor operation; 
imposes little penalty on the generator design. 
Torque can be controlled for the desired starting 
characteristics. 

For starting, the generator is supplied 
variable-frequency variable-voltage power at a pro¬ 
grammed rate to ensure synchronism and high power 
factor. Initial torque at standstill can be ob¬ 
tained by either induction-motor operation to sev¬ 
eral hundred rpm, or sequenced application of dc 
voltage to various phases, as in a brushless dc 
motor. If a wound-rotor rotating-rectifier genera¬ 
tor is used, the main field excitation at low 
































caused by stray magnetic flux in bearings, over- ) 
heated oil, or excessive dynamic loading of the I 
I engine structure. ...__ _ J 

Electrical control and conversion equipment j 
associated with the IEG system will normally be J 
located in accessible areas of the aircraft. The ! 
design of this equipment can reflect convenient j 
• maintenance procedures. 

! Benefits of the IEG Concept 

Some significant benefits from the applica- ! 
tion of the IEG concept to aircraft secondary 
power Bystems can be predicted. The uBe of the j 
IEG concept will provide the possibility of elimi-j 
nating the engine accessory gearbox or, at least, j 
reducing its size significantly. With a turbofan i 
, engine, the gearbox is normally located either on j 
i the circumference of the fan shroud or on the ' 

' circumference of the core engine. Locating the 
gearbox on the fan shroud contributes directly to ; 
engine frontal area. With the gearbox on the core' 
i engine, frontal area is increased directly to ac¬ 
commodate accessory envelopes and indirectly to an 
extent determined by the engine size, bypass 
, ratio, and flow type (mixing or nonmixing). 

' With wing- and pylon-mounted engines, the 
nacelle aerodynamic drag is directly effected by 
: engine frontal area. For aircraft operating at 
speeds near Mach 1.0, this drag is significant. 

; Other benefits, although less tangible, will 
! also result from the use of an IEG. Elimination 
; of the gearbox, its associated components, and the 
l pneumatic piping for the air turbine starter will 
■ greatly simplify the nacelle assembly. If the 
l generator rating is selected to provide sufficient 
additional power for motor-driven compressors and. 
air conditioning equipment, the quantity of bleed 
air required from the engine will be reduced or. 
eliminated. The pneumatic piping on the engine 
will then be further reduced, or eliminated, with : 
the result of further simplification of the na- 
'• celle assembly. The reduced engine and nacelle ! 
i complexity will increase aircraft design flexibil¬ 
ity and significantly simplify maintenance of the 
! engine. The hydraulic constant speed drive con- ] 

! ventionally used to drive the gearbox-mounted i. 

generator is eliminated, along with its problems. : 

: Also, separately located engine accessories are 
more readily maintained than those that are tightly 
packaged around the engine gearbox. 

IEG Feasibility Evaluation 1 

Base Engine Selection 

The IEG concept is a significant departure 
from conventional practice for aircraft secondary ! 
power. As such, it would most probably be incor- | 
porated into the design of a new engine. However,I 
to obtain a better definition of problems than 
would be possible with a conceptual engine, an 
existing operational turbofan engine which has in¬ 
ternal space for a large generator was selected as 
a base for the IEG evaluation. This engine, shown 
in figure 1, is a recently introduced, large, high 
. bypass ratio, commercial, turbofan engine. It is 
in the 180-kilonewton (40 000-lb) thrust class 
and is representative of the type and size appli¬ 
cable to advanced wide-body transport aircraft. 
■Unlike most two-shaft turbofan.engines, the se- 


; !lected engine can accommodate a large generator on - . 

jthe forward end of the HP shaft without extensive 1 
! |engine modification and without change to the en- 
jglne flow path. This allowed the use of actual 
; I engine dimensions, dynamics, and operating charac- 
: :teristics. The generator would be Installed be- 
itween the forward HP and LP shaft bearings with the 
•tower shaft and bevel gears (fig. 1) removed. The 
i HP shaft extends well beyond the forward HP bearing 
:thereby providing an available mounting and drive j 
'means for the generator rotor. The speed range of | 

1 the HP shaft in this eneine is from approximately. 

!5000 rpm (idle) to about 7600 rpm (takeoff). An 
operational engine such as this could provide a 
means for economical experimental demonstration of j 
the IEG concept. , 

Determination of Generator Rating 

The generators normally used on the base en- 
gine are rated at 60 kilovolt-amperes. A generator 
with this rating is not adequate for starting the 
engine under all operating conditions in the gen¬ 
erally allowed 30 seconds (standstill to idle). 

' This start time requirement is typified by Specifl-‘ 
cation MIL-E-5007C. 

Figure 2 shows the speed-torque curves during 
start for the base engine. Torque supplied to the 
engine is positive; negative torque is that sup¬ 
plied by the engine. During a normal start, the . 
starter drives the engine through the firing speed 
to self-sustaining speed (approximately 2000 rpm) 
and then assists the engine torque to accelerate 
the engine. Starter cutoff speed is approximately 
3700 rpn. Engine torque after starter cutoff is 
dependent on the fuel control setting and was as¬ 
sumed to be constant to idle speed. The starter 
cutoff speed used was specified by the engine 
manufacturer and could possibly be a different. 
value with an IEG system. 

Several variations of engine starting using 
the generator can be considered for accomplishing . 
the starting sequence described previously. Two 
of these, constant torque and variable torque, are 
shown in figure 2. To estimate the required gen- j" 

. erator rating, the constant torque method was as- | 
sumed. Additional assumptions were: 

(1) The generator operates as an 85 percent 
efficient motor. 

(2) Bower factor can be maintained near unity! 

. by means of control in the power converter. i 

(3) The generator can carry 1.65 times rated i 

current for the 20 to 25 seconds required for . 

. starter operation. ; 

| (4) Constant torque results in approximately ’■ 

j constant current in the generator. j. 

! As a result of the 30-Becond start require- 

: ment and the lower torque supplied by the engine, 

; the 50° C condition is the worse of the two shown 
in figure 2. Using the following equation, a eon- 
! stant torque of 540 newton-meters (400 lb-ft) was 
! found to be required from the generator to accom¬ 
plish a 30-second start at this condition: 

T 6 = (Wr e )£ j- 

i 

where i 

T^. generator torque from 0 to n c , H-m .. . • J . 






tively, similar drawings of the homopolar inductor •' 
and the rotating-rectlfier generators. The 
rotating-rectifler generator is widely used in - 
present day aircraft electrical systems. To elimi¬ 
nate the need for slip rings and brushes, it in¬ 
cludes the rectifiers and a rotating exciter. The 


|For the base engine I e is 39.2 kilogram-meter 
jsquared and a for a 30-second start is 17.45 
. radians per second squared. With the aforemen¬ 
tioned assumptions, this torque results in a gener¬ 
ator rating of 200 kilovolt-amperes at engine idle 
(Speed (5000 rpm) as calculated from the following 
jequation: 


generator rating at idle speed, kV-A 


efficiency of generator a 


With values substituted, 1 


The 540 newton-meter torque allows an adequate 
margin above the peak engine requirement with 
-50° C air to assure satisfactory starts. The 
200 kilovolt-ampere rating provides power in excess 
,of that required for normal aircraft electrical 
.loads which can be used to power engine accessories 
as described previously in this paper. 

The other variation of engine starting torque 
Icharacteristic shown in figure 2 has a greater 
•torque margin above the peak engine requirements 
; and the ramp decline of torque results in a more 
uniform engine acceleration. This characteristic 
may be preferable, but it requires a more sophls- 
'.tlcated control. Because of the greater torque, 
the maximum generator current will be greater and 
the losses higher. To accommodate these penal¬ 
ties, the required generator rating might be 
•greater. Current during the high torque operation ( 
ican be approximately twice rated since its duration! 
.is short. For the purposes of this evaluation, j 


;base engine with the tower shaft and bevel gears j 
I removed and without enlargement of the bearing i 
(Cavity or relocation of the bearings. 

I ■ i. 

Electromagnetic design . - The generators were ) 
designed with the aid of digital computer programs.). 
Existing programs were used for the Lundell and , 
homopolar generators.( 12 )( 13 ) A similar computer ; 
program based on reference 14 was developed for the, 
wound-rotor, rotating-rectlfier generator. 

Table I summarizes some of the more Important ! 
design data for the three generators. All were de¬ 
signed with a 20.0-centimeter- (8.2-in.-) diameter ; 
hole through the center of the rotor so they can be 
mounted around the engine shaft. Dimensions and 
weights given in table I are for the electromag¬ 
netic parts of the generators only. Additional >•: 
weight will be needed for support and mounting 
structures and cooling hardware. For the rotating-' 
rectifier machine, only the design data for the 
main generator are given. Sizes for the rotating 
exciter and PMG shown in figure 5 are estimated. 

The total weight of this machine Including exciter 
and FMG is approximately 91 kilograms (200 lb), of 
, which 45 kilograms (100 lb) is the rotor weight. 

The electrical frequency of the generators at 
5000 rpm was selected so that they can be used with 
a dc link frequency converter, be rectified to high 
voltage dc, or be considered for a wild frequency 
system. For the homopolar and rotating-rectlfier 
generators, the number of poleB (12) was selected 
to avoid the problems of high rotor leakage flux 
associated with a larger number of poleB and the 
Increased rotor diameter and weight resulting from 1 
a smaller number of poles. For the Lundell gener- ; 
ator, the minmum number of poles possible to get a : 
reasonable frequency was used (6 poles). More 
poles in the Lundell generator results in higher ■ 
•rotor leakage fluxes and, therefore, a larger 
rotor. Generally, the selected winding current j 
densities are conservative in relation to those in i 
: presently used 3pray-oil-cooled aircraft generators; 
For the generator rotors, SAE 4340 steel was chosen; 

:because with the proper heat treatment it is pos- ; 




























newtons per centimeter squared (38 400 psi). In 
•the homopolar and wound-rotor rotating-rectifier 
generators the maximum calculated stress occurs at | 
the Junctions of the salient poles and the rotor I 
;hack iron. In the homopolar rotor this stress is 
|44 200 newtons per centimeter squared (64 200 psi).j 
In the wound rotor it is 41 500 netwons per centi- j 
meter squared (60 200 psi). Stress concentrations j 
at sharp corners could result in higher stress 1 
levels, but still within the range of the heat j 
treated 4340 steel used in the generator designs. 

Calculations for stress in the Lundell rotor 
assumed that the rotor acted as a simple unre- j 
strained rotating cylinder. Those for the homo- . 
polar rotor considered it to he a rotating cylinder: 
with the poles as attached centrifugal loads. • 

For the wound rotor it was assumed that the 
copper field coil is completely supported by the 
pole head and not restrained by bands or compres¬ 
sion rings. The calculated rotor stress is, there¬ 
fore, a "worst-case" stress since support rings or 
bands will probably be used in a final practical 
design. 

•j A second area of concern was the stresses due 
'to centrifugal force on the rotating rectifiers 
iused with the wound-rotor design. Assuming that 
■: the rectifiers are mounted at a 14-centimeter 
■■ (5.5-in.) radius near the inner diameter of the 
■rotor (fig. 5) resulted in calculated forces of 
15 650 g's at 10 000 rpm. Semiconductor rectifiers 
have been satisfactorily operated at levels as high 
as 20 000 g's. With adequate design considera¬ 
tions, no serious problems are expected with recti¬ 
fiers used in this application. 

i Generator cooling . - The detail methods of 
.cooling the generators were not selected, but en¬ 
gine oil was considered the cooling medium. It 
:was estimated that the generator operating with a 
1 200 kilovolt-ampere load will require from 0.02 to 
'0.04 meters cubed per minute (5 to 10 gal/min) of 
.cooling oil flow. Inlet oil temperature was as- 
jsumed to be approximately 100° to 120° C. The 
. cooling oil would be supplied from the same source 
•; and pump which supplies engine oil 

i During the start mode, cooling oil may not be • 
i available depending on the detail design. In a : 
worst-case analysis of the generators designed for ' 
j this evaluation, it was found that conductor tem- 1 
' jperatures will not exceed reasonable limits during ; 
jthe start mode without cooling, even if all stator j 
jcopper loss beat remains in the conductors during : 
: the start cycle. . With the generator at 25° C at ' j 
'the beginning of a constant torque start cycle, the; 
! average conductor temperature at starter cutoff j 
will be approximately 75° C. With a beginning 
.temperature of 120° C. (to represent a start cycle 
after normal operation) the final average conductor 
temperature will be approximately 188° C. Succes¬ 
sive start attempts will, of course, result in 
higher temperatures but, with generator insulation 
such as a polylmlde (ML), short-term temperature 
excursions to 250° C will not be detrimental. 

Also, some heat transfer, both active and passive, 
will occur during a start cycle. 

Engine shaft dynamics . - Engine shaft dy- 
, namics are important- to . both the generator and the 
engine. Shaft deflection and rotational eccen- 


. tricity ahead of the forward HP bearing in the 
; base engine directly affect the generator airgap ", T” 
j j and must be accounted for in the generator design. {. 
i | The added weight , of the generator rotor must not ad-" 

! versely affect the dynamic characteristics of the 
! HP shaft. The manufacturer of the base engine has 
j estimated the maximum radial displacements of the 
! forward end•of the HP shaft with the heaviest and . 
j lightest generator rotors Installed as shown in • 
i figures 3 and 5. Both the present shaft design as 
j well as one with a hub stiffness twice that of the 
! present design were considered. These estimates j 
! are summarized in table II. The manufacturer fur- 

■ ther estimated that changes in overall shaft dy- j 
;namics caused by the addition of the generator j 

■ rotor will not cause serious engine problems if thej 

: stiffened shaft is used. i 

As table II shows, the maximum displacement j 
' with the stiffened shaft and the Lundell rotor is 
' +0.096 centimeter (0.038 in.). With the rotating ;■ 

; rectifier rotor it is +0.053 centimeter (0.021 in.). 
i Both of these values are less than the design gen- ' 

: erator air gap of 0.178 centimeter (0.070 in.). ; 

. Air gap variation should not be a problem with a 
j stiffened shaft. 

An alternative to the overhung mounting shown 
’ in figures 3 to 5 is the use of a separate shaft . ■ 
and bearings for the generator. The generator i 
would straddle the engine shaft and be driven 
through a spline or other coupling. This approach 
will minimize the interactions between the engine 
shaft and the generator. 

Reliability . - The solid-rotor generators use 
relatively simple rotors with no evident .wearout 
mode. The rotating-rectifier generator has a com¬ 
plex rotor with rectifiers and windings. Armature 
and field windings in both the solid-rotor and 
rotating-rectifier generators have wearout and 
failure modes, associated with the insulation sys¬ 
tem. Both heat and mechanical stress can degrade 
or damage insulation and lead to failure. To 
; achieve the required reliability an IEG-type gener¬ 
ator must be designed to keep both thermal and me- : 

; chanical stresses well below maximum material capa¬ 
bilities. 

! Preferred generator type . - From the observa¬ 
tions stated in the preceding sections, the solld- 
, rotor generators have the greater possibility of 
: providing the high degree of reliability required. 

: of the generator in an IEG system. The wound ro- 
: tor, rotating-rectifier type with a total weight of 
approximately 91 kilograms is significantly lighter 
; than the 211-kilogram homopolar or the 367-kilogram 
; Lundell type. In addition, the heavier solid-rotor 
i types require more structure inside the engine for 

■ support. Reliability history of present aircraft 
J generators is not directly applicable to the IEG. 

; The present aircraft generators include bearings, 

; seals, and drive splines which have failure modes, 
j The IEG does not use these parts. Conservative 
I design and advanced technology construction tech- 
i niques, materials, and rectifiers should result in. 
j a rotating-rectifier type IEG with adequate rell- 
I ability. 

| Therefore, because of its weight advantages, 
j the wound rotor, rotating-rectifier type generator 
j appears to be preferable oyer the solid-rotor types 
= j for an IEG system. 





rao payoff 

In a government-funded study under contract 
NASI-10893, a major airframe manufacturer has 
evaluated the effects and payoff of the use of an 
IEG system in advanced transport aircraft.(15) The 
conceptual aircraft used for the evaluation had a 
payload capacity of 18 000 kilograms (40 000 lb), 
a TOGW in the 140 000 kilogram (300 000 lb) class, 
and a range of 5600 kilometers (3000 n-mi). Its 
design speed was a Mach number of 0.98, and It had 
one tail-, and two wing-mounted engines. The IEG 
approach to the secondary power system was compared 
with a conventional system (one using 747 or DC-10 • 
technology) as well as with competing advanced ap¬ 
proaches. One of the latter uses a gearbox-mounted 
.generator-starter-drive (GSD). In that approach 
the generator is used as a motor to start the en¬ 
gine, but it drives through the hydraulic constant 
speed drive. ' The other competing approach uses 
advanced gearbox-driven components packaged and 
arranged to fit Into a bifurcation in the engine 
fan duct. 

IEG and comparison secondary power systems, 
complete with electric, hydraulic, and pneumatic 
subsystems were selected and subjected to prelimi¬ 
nary optimization. All systems were equally re¬ 
sponsive to aircraft operational requirements. 
Weight summaries were made, and using computer 
models, the systems were analyzed to determine 
variations in aircraft drag, fuel consumption, 
cruise thrust, and TOGW. The conventional system 
served as a baseline for the comparison. All 
three advanced systems were considered to have a 
potential reliability adequate for airline use. 

The IEG system,, with a wound rotor, rotating- 
rectifier generator, reduced TOGW 4200 kilograms 
(9300 lb) belov the baseline. Approximately 35^ 
of this reduction was in fuel load. The GSD system 
gave a reduction in TOGW of 3000 kilograms 
(6600 lb), and that with the bifurcation mount gave, 
a 3100-kilogram (6800-lb) reduction below the base-' 
line. ■ 


. With the assumptions of a 300-airplane fleet, 
a 14 year airframe lifetime, and a 15 percent dis¬ 
count rate, the value of the technology for each 
of the advanced systems was determined. This value 
is the sum of the change in manufacturing cost and 
the present value of savings in direct operating 
cost over the airframe life. The system with the 
IEG has a value of technology of approximately 
$282 000 per airplane. The GSD system has a value . 
of $193 000 per airplane. And the value of the •; 
bifurcation mount system was $236 000 per airplane.: 

- The payoffs summarized above are applicable to' 
a particular aircraft design. The relative bene¬ 
fits may well be different for other aircraft. j 

Concluding Remarks I 

The results of this investigation indicate 
that the integrated engine-generator concept is a j 
technically feasible and economically attractive | 
approach to secondary-power systems for future 
large aircraft. Generators of a size sufficient 
to allow starting of large turbofan engines in : 
30 seconds by motoring of the generator will have I 
a rating of two to three times.that of generators I 
presently used in large commercial aircraft. The ! 


| increase in available electric power can be used 
j for electrically driven, remotely located engine 
! accessories and other auxiliary equipment, thereby • 

! reducing or eliminating engine-shaft-driven accea- •• 
aories and bleed air requirements. This in turn 
results in reduced engine frontal area and reduced j 
aircraft drag and takeoff gross weight. 

The incorporation of a generator within the j 
turbofan engine on the hlgh-preBsure shaft is not j 
expected to adversely affect engine design or per- ; 
formance. This is evidenced by the fact that a 
generator of suitable size will fit in a recently | 
developed large turbofan engine without change to i 
; the engine flow path and without major modification 
| of the basic engine design. I 

j The reliability of the generator InBlde the 
J engine must be considerably better than the rell- [ 
ability of present aircraft generators. This in¬ 
creased reliability appears achievable through the 
. use of a solid-rotor generator or a conservatively 
designed wound-rotor, rotating-rectifier type. Pre¬ 
liminary designs indicate that the wound-rotor, 
rotating-rectifier type is preferable because of its 
significantly lower weight. 

Several electrical system approaches can be 1 
! considered for use with an IEG. These approaches 
: include: (1) use of the generated variable fre- 
■ quency ac power for the aircraft system and a pro- ; 
graramed frequency changer for starting, (2) con¬ 
version of the generated power to high voltage dc 
for the aircraft systems and an inverter for 
starting, (3) conversion of the generated power to 
constant frequency ac with either a cycloconverter 
or dc link frequency converter and the use of the 
same converter for starting, and (4) hybrid com¬ 
binations of these. 

References 

1. Tracy, J. R., "Lightweight Small-Frontal-Area 

• Accessory and Drive System Program," fWA-FR- 
; 3254, AD-690922, June 1969, Pratt ft Whitney 

Aircraft, West Palm Beach, Fla. 

2. Goodmanson, L. T., and Schultz, W. H., "Instal¬ 

lation and Integration of Transonic Transport 
: Propulsion Systems," Paper 710762, Sept. 1971, 

! SAE, Hew York, N.Y. 

; 3. Ernst, H. L., and Schmidt, A. W., "Internal 
Engine Generator Application to Commercial 
Transport Aircraft)". Proceedings National 
Aerospace Electronics Conference (HAECON), 
l Vol. 72 CH0 606-1 AES, IEEE, New York, 
i pp. 143-150. . - 

•j 4. Burns, D. 6., "Variable Frequency Electrical ' I 
! Generating Systems for Aircraft," Aircraft j 

Engineering, Vol. 42, No. 11, Nov. 1970, j 

i pp.- 6-10. 

IS. Wilson, B. J., and O'Connor, J. P., "An’Assess- 
j ment of High-Voltage DC Electrical Power in 
I Aircraft Electrical Systems," NRL-7126, 

j AD-709079, July 1, 1970, Naval Research Lab., 

j -.Washington, D.C. 

| 6. Cronbach, P. L., "Rectified-Alternating-Current 
: Generating SyBtems in Aircraft," IEE Proceed- j 

1 Inga, Vol. 103A, Suppl. 1, Apr. 1956, ; 

pp. 67-71. __L... 










. Plette, D. L., and Carlsony H. 0., "Performance 
of a Vari able Speed Constan t Fre quenc y Elec¬ 
trical System," IEEE Transactions on Aero- 
space, Vol. 2, No. 2, Apr. 1964, pp. 957-970. 


8. Lawson, L. J., "The Practical Cycloconverter," 
IEEE Transactions on Industry and General 

Applications, Vol. IQA-4, Nol 2, Mar./Apr. 

1968, pp., 141-144. 


9. Chirgvin, K. M., "A Variable-Speed Constant- 
Frequency Generating System for a Supersonic 
Transport," IEEE Transactions on Aerospace, 
Vol. AS-3, June 1965, Suppl., pp. 387-392. 

10. Braun, R., and Murray, J., "Feasibility Study 
to Develop a DC Link VSCF System," AFAFL-®- 
71-64, AD-734067, Sept. 1971, Static 
Power, Inc., Newport Beach, Calif. 


11..Gilbert, L. J.> Curreri, J. S., and Cantoni, j 
D. A., "Motor Starting Techniques for the j 
2-to-15 kW Brayton Space Power System," i 
Proceedings of the Intersociety Energy Con- : 
version Engineering Conference. SAE, 

New York, 1971, pp. 239-244. 


12. Boilenbacher, G., "Description and Evaluation : 

of Digital-Computer Program for Analysis of ; 
Stationary Outside-Coil Lundell Alternators," 
TN D-5814, 1970, NASA, Cleveland, Ohio. 

13. Repas, D. S., and Boilenbacher, G., "Descrip¬ 

tion and Evaluation of Digital'-Computer 
Deaign-AnalyBis Program for Homopolar In¬ 
ductor Alternators," TN D-5072, 1969, NASA, 
Cleveland, Ohio. 

14. Ellis, J. N., and Collins, F. A., "Brushless j 

Rotating Electrical Generators for Space 
Auxiliary Power Systems. VoIb. 1-5," NASA 
CR-54320, Apr. 26, 1965, Lear Siegler, Inc., 
Cleveland, Ohio. 

15. Anon., "Final Report - An Advanced Concept 
Secondary Power Systems Study for an Ad¬ 
vanced Transport Technology Aircraft," NASA ! 
CR-112103, Aug. 1972, Boeing Co., Seattle, 
Wash. 
















/— GENERATOR LOCATION ON LP SHAFT 



Figure 1. - High bypass ratio, commercial, turbofan engine. 
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Figure 2. - Estimated starting characteristics for large turbofan 
engine. 
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Figure 3. - Lundell generator in large turbofan engine. Figure 4. - Homopolar inductor generator in large turbofan engine. 





Figure 5. - Wound-rotor, rotating-rectifier generator in large turbofan engine. 
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